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APPENDIX P.
LOAN APPARATUS.
In order to make the suspension of any of the operations of
gas testing, which occur from time to time owing to a defect in
some piece of apparatus, as short as possihle, the Gas Referees
keep at their office one or two of each of the pieces of apparatus
likely to need replacement.
On receiving an application from any Gas Examiner, or from
the Chemist to the London County Council, or from the City Gas
Examiner, or from the Gas Company, for the temporary loan of a
piece of apparatus to take the place of similar apparatus at: one of
the testing places which needs to be sent away for repair or replaced
by new apparatus, the Gas Referees will state whether they have
such apparatus in stock, and if so when they will be able to deliver
it to the messenger sent to convey it to the testing place.